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Once again Polycase is selected for 
school lighting—this time for the beautiful 
Mamaroneck High School at Mamaroneck, 
N. Y. Polycase gets the school contracts 
with pleasing regularity, and the reason is 
not hard to find. In the first place, it is 
priced so that the contractor is able to use 
it at a profit and come within the price 
allowance for lighting equipment, which 
oftentimes is little enough. At the same 
time he is able to offer in Polycase a cased 
glass which affords perfect diffusion, is an 
efficient distributor, and which provides 
a most pleasing and restful quality of 
illumination. 
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| HE graph reproduced here shows the curve of distribution of 


the globe illustrated and as plotted by the Electrical Testing Labora- 


tories and rendered to us in report 44535. Copies of this report in its 
entirety may be had on request. 


The globe illustrated, and which is the globe used in the Mamaro- 
neck High School, is not catalogued nor is it offered for general sale. 
It is sold only by special arrangement. 


We had never marketed a globe in this manner before and it has 
been tried out as an experiment with certain dealers of our selection 
throughout the country. The results of the operation of the plan 
with these dealers convinces us that such a plan is practical, desirable, 
and advantageous. We are now ready to extend the operation of 


this plan and arrange for the sale of this globe with other dealers in 
other localities for use in their respective cities. 


The globe is made in five sizes: 


93g x 61% x 4 133g x 834 x 6 
113g x 7% x 4 or 6 1 0/ae ee] Ome 


1736 x 111% x 6 


7 


The globe is decorated with four different designs and these de- 
signs may be had in any one of five colors: Gletian Brown, Gletian 
Blue, Gletian Gray, Gletian) Green, and’ Gletian’ Coral: 


The advantages of selling your own globe are so apparent, it is 
not necessary to enumerate them here. The full range of sizes, the 
variety of design, the choice of color and the excellence of Polycase 
make it possible to meet the requirement of almost any lghting 
condition. 


If you are in a position to undertake the sale of this globe under 
a most liberal arrangement, write us to that effect and if we have not 
already provided for its sale in your city, we will acquaint you with 
the detail of the plan which has resulted in such satisfactory business 
for the dealers who have been selling the globe during the past year. 
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in 2022 with funding trom 
Columbia University Libraries 


https://archive.org/details/mamaroneckhighscOOunse 








